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CARTE POSTALE. 


By Appointment. 

R1PON CATHEDRAL: In 681 a Saxon Church 
stood on the site of the Cathedral, of which nothing 
now remains but the Crypt. The present edifice dates 
from 1154, the most ancient portions being Transepts, 
part of Central Tower, Nave, Choir and Chapter House. 
From 1318 to 1500 the building suffered many vicissi¬ 
tudes and later, was considerably injured by the Par¬ 
liamentarians During the years 1861 to 1870 a great 
restoration was completed. The Cathedral is 270 feet 
long, and the height of the Western Towers is 110 feet. 
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RIPON CATHEDRAL: In 681 a Saxon Church 
stoocl on the site of the Cathedral of which nothing now 
remains but the Crypt The present edifice dates from 1154, 
the most ancient portions being Transepts, part of Central 
Tower. Nave, Choir and Chapter Hous . From 1818 to 
1500 t e building suffered many vicissi udes. and later, 
was considerably injured by the Parlamentarians. During 
the year.-, 1801 to 1870 a'yreat restoration was completed 
The Cathedral is 270 feet long, and the height of 
the Western Towers is 110 feet. 
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POST CARD. 


For Postage, in the United Kingdom only, 
this Space may be used for Correspondence. 
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